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Senseo 




UNIQUE 
BREWING SYSTEM 







Senseo, a 
sensational 
cup of fresh 
coffee! 



Senseo, a sensational cup of fresh coffee! 

Senseo allows you to enjoy a perfect cup of coffee with a frothy coffee layer whenever you feel like 
it. Each cup is freshly brewed, so you're always sure of a pure and smooth taste. Senseo combines 
a unique brewing method from Philips with convenient coffee pods from Douwe Egberts containing 
different blends of roast and ground coffee. Together they ensure you only get the very best in 
flavor and aroma from your coffee. This product revolutionized the coffee category in Europe! 

Machine Features 

• Every cup is freshly brewed with a frothy coffee layer 

• 1450 Watt powerful boiler for quick heating up 

• One 4 oz. cup of coffee in approximately 30 seconds; two 4 oz. cups or one mug in approximately 
60 seconds 

• Convenient — one or two cups at the touch of a button 

• Philips unique patented brewing system 

• Auto off after one hour 

• Water reservoir for up to five 4 oz. cups of coffee 

• Standby function enables brewing another fresh cup at any time 

• High quality stainless steel cup tray 

• Designed for easy cleaning, removable parts are dishwasher safe 
Available colors 






HD78I0/I5 

UPC: 0 75020 2278 1 2 

TECHNICAL DATA 



HD78I0/75 

UPC: 0 75020 22787 4 



HD78I0/65 

UPC: 0 75020 22786 7 



COFFEE MAKER 


NO OF PIECES 


WEIGHT (LB) 


DIMENSIONS (IN.) 


CUBE (SQ. FT) 


INDIVIDUAL CTNI 


1 


6.21 


14.7 x 15.2 x 10.7 


1.4 


MASTER CTNI 


2 


14.33 


29.4 x I5.2x 10.7 


2.8 



Coffee Features 

• Unique and convenient Senseo coffee pods from Douwe Egberts 

• Gives a rich frothy coffee layer with every cup 

• Four flavorful and aromatic blends made from the finest blends of coffee beans 




Medium Roast 
Rich and aromatic 



Mild Roast 
Pleasant and mild 



Dark Roast 
Bold and robust 



Decaffeinated Medium Roast 
Rich and aromatic without 
the caffeine 



Product specification is subject to change without prior notice. 
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